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= Robins Air Materiel Area 


Robins Air Force Base, Georgia 


Mark for: Warehouse 17 
Stockroom "Bp" 


page 2 of 3 


DATE OF SHIPMENT NUMBER OF CONTAINERS 
June 8, 1961 _ 1 Box No. 19 

Item No. Part Number Quantity Serial No. 
21%, 157-1165 Stop-Projection Lens 2 
22. 157-1169 Cover Diagonal Mirror 2 
23. 157-1120 5 
24. 157-1036 . | 6 
25. 157-1023 8 
26, 157-1042 4 
275 157-1117 Upper Inner Proj. Cell #1 4 
28. 155-1046 Hub Primary Mount 3 
29. 155-1045 Primary Mount - leg end 9 
30. 155-1051 Primary Mount - leg end (short) 3 
314 155-1041 = L 
32. | 155-1038 Bracket "G" Mirror 5 
33. 155-1039 Bracket "G" Mirror — 5 
34, 155-1035 Lower plate scanning flat mount 3 
35. Welded Hollow Support Ring 1 
36. Film cans w/hubs 3 
37. 157-1122 Casting 1 
38. 155-1033¢ 1 
39, 5146-4 Test Fixture Ll 
40. Template 1 
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